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SUBJECT: REQUEST FOR EMERGENCY GENERATOR 
REFERENCE: (A) STATE 266850, (B) PORT MORESBY 1 190 

1. APPRECIATE INFO CONTAINED REFTEL (B), HOWEVER, 

ADDITIONAL DETAILS ARE REQUIRED TO ENABLE CONCERNED OFFICES 
IN SY, OC, AND BUREAU TO DETERMINE APPROPRIATE CAPACITY FOR 
ANY EMERGENCY GENERATOR UNIT WHICH MAY EVENTUALLY BE 
SUPPLIED FOR PORT MORESBY. REQUEST YOU FURNISH ROOM BY 
ROOM BREAKDOWN OF ALL ELECTRICAL EQUIPMENT, APPLIANCES, 
AND LIGHTING (INCLUDING AIR CONDITIONING IN COMMUNICATIONS 
AREA) FOR WHICH EMERGENCY POWER CONSIDERED ESSENTIAL. 

2. POST IS AGAIN REMINDED THAT THERE ARE NO FUNDS TO 
PROCURE GENERATOR AT THIS TIME. INFO REQUESTED ABOVE IS 
FOR PLANNING PURPOSES SO THAT DEPT WILL HAVE CORRECT 
SPECIFICATIONS ON HAND WHENEVER EQUIPMENT ORFUNDS 
MAY BECOME AVAILABLE. KISSINGER 
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